Chorus: 

C F C 

Hear my cry, O God 
F G C 
Attend unto my prayer 
F G 

From the ends of the earth 
C Em Am 

Will I cry unto Thee 

F G C 

Hear my cry, O God 

G C 

When my heart is overwhelmed 
F G C 

Lead me to the Rock that is high 

F G C Em Am 

You are my Shelter and Tower of Strength 
F G C 
Hear my cry, O God 

G C 

In Your tabernacle I will live forever 
F G C 

And will trust in the covert of Thy wings 
F G C Em Am 

Daily I’ll praise Thee, and worship Thy name 
F G C 

Hear my cry, O God 
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